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MAJESTIC  METAL  SPINNING  &  STAMPING  CO.,  INC. 

Established  1920 

Executive  Offices,  Showrooms  and  Factory.- 


L--- 


"Majestic"  serves  the  buyer  well. 
With  Lighting  Fixtures  that  excel  1 


AJESTIC  —  "Leaders  of  Lighting  Fashions  .  .  .  since  1920",  presents 
for  your  approval  the  acknowledged  outstanding  line  of  lighting 
equipment.  We  feature  herein  appropriate  lines  for  every  pur¬ 
pose  and  for  every  purse.  Modern  industry  in  general  operates 
on  a  quantity  production  basis.  But  Majestic's  policy  has  been  to  subordinate 
mass  production  to  quality  of  product.  The  result  is  this  appropriate  collec¬ 
tion  of  beautiful  fixtures  .  .  .  which  truly  reflect  the  highest  degree  of  refine¬ 
ment  and  character  throughout.  Their  popularity  with  home  owners  has 
been  established  for  many  years,  because  they  are  made  to  meet  his  every 
requirement  with  utmost  satisfaction. 

The  Quality  of  Majestic  Lighting  Equipment  begins  in  the  creative  mind  of 
cur  staff  of  designers,  each  an  artist  in  his  field.  The  finest  of  raw  materials 
and  the  most  modern  machinery  are  fused  together  by  the  most  skillful  work¬ 
men  to  make  an  excellent  product.  Consequently,  our  fixtures  do  justice 
wherever  used.  In  examining  this  catalog,  you  will  agree  that  Majestic  pos¬ 
sesses  that  happy  faculty  of  having  just  the  right  style  to  meet  and  please 
the  varying  demands  of  active  business. 

Majestic  Sets  a  New  Standard  in  Lighting  Fashions.  Many  years  of  prac¬ 
tical  application  have  gained  us  an  extensive  scientific  knowledge  of  the 
demands  of  this  industry.  We  combine  this  knowledge  with  efficiency  in 
both  management  and  production  to  create  unrivaled  values.  Thus  is  it  pos¬ 
sible  for  us  to  offer  you  Quality  Products  at  prices  to  help  you  secure  more 
profitable  business.  Therefore,  for  the  wise  buyer  .  .  .  Majestic's  Line  is  the 
Most  Economical  Line  .  .  .  with  the  "Economy"  apparent  only  to  the  man 
who  knows  the  price. 


"Majestic"  Lighting  Fixtures  carry  a 
definite  assurance  of  the 
highest  attainments  in 
STYLE  •  QUALITY  •  WORKMANSHIP 


The  Home  of 

MAJESTIC  Quality  PRODUCTS 


MADE  ON  HONOR  ^ 
SOLD  ON  MERIT  i 


A  Modern  Plant  .  .  ♦  .  Completely  Equipped 
for  the  Efficient  Production  of 


Superior  LIGHTING  Equipment 

FIXTURES  •  PARTS  •  ACCESSORIES 


The  ^^hiajestic”  Trade  Mark  still  represents  everything 
in  old-time  Craftsmanship,  2}uality,  Permanence 
and  Character. 


The  Coronation  Series 


Finishes: 

Bronze  and  Chrome 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


For 

Unusual 
Elegance 
and  Beauty. 


No.  1235  —  5  Lights 


Length  40" 


Spread  20" 


No.  1231  —  1  Light 

Back  6"  X  4"  Ext.  6” 


No.  1237  —  5  Lights 

Height  13"  Spread  20" 
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the  Coronation  Series 


No.  1232  —  1  Light 

Length  40"  Spread  8" 


- Sb 

Finishes: 

Bronze  and  Chrome 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  1236  —  3  Lights 

Height  13"  Spread  18" 


No.  1233  —  3  Lights 

Length  40"  Spread  18" 
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The  Coronation  Series 


No.  1241  —  1  Light 

Back  6x4'  Ext.  6" 


No.  1242  —  2  Lights 

Back  6x4"  Sprea'd  9' 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Sil\  er 


No.  1243  —  3  Lights 

Length  40"  Spread  16" 
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No.  1244  —  1  Light 

Length  40"  Spread  8" 


The  Coronation  Series 


No.  1246  —  1  Light 

hicight  13"  Spread  8" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  257  —  3  Lights 

Length  40"  Spread  11" 

Cylinder  8"  x  10" 
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The  Coronation  Series 


No.  1251  —  Candle 
No.  1261  —  Parchment  Shade 
1  Light 

Back  6"  X  4"  Ext.  6" 


No.  1256 — Candle 

No.  1265  —  Parchment  Shades 

5  Lights 

Length  40"  Spread  18" 


(S, - 

Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 

- 
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No.  1254  —  Candle 
No.  1263  —  Parchment  Shades 
3  Lights 

Length  40" 


No.  1252  — Candle 
No.  1262  —  Parchment  Shades 
2  Lights 


(  I'age  5  ) 


Spread  14" 


Back  6"  X  4" 


Spread  834" 


The  Coronation  Series 


0 


No.  1257  —  3  Lights 

Height  13"  Spread  14" 


No.  1253  —  3  Lights 

Length  40"  Spread  14" 


<s: 


Sb 

Finishes: 

Bronie  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 

- S> 


No.  1255  —  5  Lights 

Length  40"  Spread  19" 


No.  1258  —  5  Lights 

Height  13"  Spread  20" 
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The  Regal  Serie.i 


rhe 

Standard  of 
Illuminating 
Perfection. 


No.  1045  —  5  Lights 

Length  40"  Spread  20" 


Finishes : 

Bronze  and  Chrome 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  1041  —  1  Light 

Back  5"  Ext.  7" 


No.  1046  —  5  Lights 

Height  14"  Spread  20" 
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he  Regal  Series 


Mis 


No.  1042  —  1  Light 

Length  40"  Spread  8" 


Finishes: 

Bronze  and  Chrome 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  1047  —  1  Light 

Height  13"  Spread  8" 


No.  1044  —  3  Lights 

t  {eight  14"  Spread  18" 


No.  1043  —  3  Lights 

Length  40"  Spread  18" 


I 


The  Regal  Serie;j[ 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


A 

Masterpiece 
of  the 

Illuminating  Art 


No.  1055  —  5  Lights 

Length  40"  Spread  18" 


No.  1051  —  1  Light 

Back  6"  X  4"  Ext.  6" 


No.  1052  —  2  Lights 

Back  6"  X  4"  Spread 
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he  Regal  Series 


(S  Sb 

Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 

qs - S? 


No.  1056  —  1  Light 

Height  13"  Spread  8" 


No.  1053  —  3  Lights 

Length  40"  Spread  15" 
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No.  1054  —  1  Light 

Length  40"  Spread  8" 
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The  Park  Lane  Serie:  1 


No.  1325  —  5  Lights 

Length  40"  Spread  20" 


No.  1322  —  2  Lights 

Back  5"  Spread  11" 
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No.  1328  —  5  Lights 

Height  13"  Spread  20" 


r/ie  Park  Lane  Series 


No.  1326  —  1  Light 

Height  13"  Spread  8" 


i- 
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No.  1324  —  1  Light 

Length  40"  Spread  8" 


No.  1323  —  3  Lights 

Length  40"  Spread  17" 


Finishes : 

Bronze  and  Chrome 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 
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No.  1327  —  3  Lights 

Height  13"  Spread  17" 


II 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


I 

I 


T fie  Park  Lane  Series 


No.  1335  — 

Length  40" 


5  Lights 

Spread  20" 


Harmony 
of  Design 
and  Better 
Lighting  Effects. 


I 
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No.  1332  —  2  Lights 

Back  4^"  Spread  8" 


j 


No.  1331  —  1  Light 

Back  4H"  Ext.  6" 


he  Park  Lane  Series 


No.  1334  —  1  Light 

Length  40"  Spread  8" 


No.  1336  —  1  Light 

Height  13"  Spread  8" 
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The  Park  Lane  SerieiH 


No.  1341 — Candle 
No.  1351  —  Parchment  Shade 
1  Light 

Back  4H"  6" 


Finishes : 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  1346  —  Candle 
No.  1355  —  Parchment  Shades 
5  Lights 

Length  40"  Spread  18" 


No.  1344  —  Candle 
No.  1353  —  Parchment  Shades 
,  ^  3  Lights 

Length  40"  Spread  16" 


No.  1342  —  Candle 

No.  1352  —  Parchment  Shades 

r>  I  ^  Lights 

Back  4^2*  Spread  8V4" 


'f? 
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he  Park  Lane  Series 


No.  1343  —  3  Lights 

i.eugth  40"  Spread  14” 


No.  1348  —  3  Lights 

l  Icif’ht  13"  Spread  14" 


No.  1347  —  5  Lights 

Height  13"  Spread  18" 


Finishes : 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  1345  —  5  Lights 

Length  40"  Spread  18" 
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The  Mayfair  Serielfi 


Finishes: 

Bronz.e  and  Chrome 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


The  Line 


of 


Ultra  Fashion. 


Smart  .  .  .  hAodern 


No.  1365  —  5  Lights 

Length  40"  Spread  18" 


No.  1361  —  1  Light 

Back  5"  Ext.  7" 


No.  1362  —  2  Lights 

Back  5"  Spread  11" 
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he  Mayfair  Series 


No.  1363  —  3  Lights 


Length  40" 


Spread  16' 


—  1  Light 

Spread  9" 


d?.  Sb 

Finishes: 

Bronze  and  Chrome 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 

si _ a? 


No.  1366  — 

Height  13" 


1  Light 

Spread  9” 
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Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  1375  —  5  Lights 

40"  Spread  18‘ 


Fhe  Line 

of 

Ultra  Fashion. 
Smart  .  .  .  Modern 


No.  1371  —  1  Light 

Back  5"  Ext.  7" 


ss: 
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No.  1372  —  2  Lights 

Back  5"  Spread  11" 

- 


The  Mayfair  Series 


No.  1374  —  1  Light 

Length  40*  Spread  9* 


No.  1373  —  3  Lights 

Length  40"  Spread  16" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  1376  —  1  Light 

Height  13"  Spread  9" 
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The  Mayfair  Series  ^ 


No.  1386 — Caudle 

No.  1395  —  Parchment  Shades 

5  Lights 


Length  40" 


Spread  18' 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silv  er 


No.  1381  —  Candle 

No.  1391  —  Parchment  Shade 

1  Light 

Back  5"  Ext.  7" 


I 

i 


\ 


No.  1384  — Candle 

No.  1393  —  Parchment  Shades 

,  3  Lights 

Length  4^"  Spread  14" 
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No.  1382  — Candle 
No.  1392  —  Parchment  Shades 
2  Lights 


Back  5" 


Spread  11" 


,7ie  Mayfair  Series 


No.  1387  —  3  Lights 

Height  13H"  Spread  14" 


No.  1383  —  3  Lights 

Length  40"  Spread  14" 


No.  1385  —  5  Lights 

Length  40"  Spread  18" 
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No.  1388  —  5  Lights 

Height  13H*  Sfjread  18" 


I 


1 


Commercial  Fitment 


No.  754  —  1  Light 

rht  12"  spread  11 


No.  756  —  1  Light 

L  36"  Spread  14" 


Finishes:  i 

! 

Chromium 
Bronze  and  Gold 
Polished  Aluminum 
Fumed  Brass 
Pewter 

Colonial  Brass 
Off.  White  iSsL  Gold 


No.  762  —  1  Light 

Length  36"  Spread  18" 

Diam.  of  Qlass  834" ^  10" 

Finish  —  Polished  Aluminum  only 
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'Commercial  Fitments 


No.  760  —  1  Light 

Lcnfrdi  36"  Spread  18" 


No.  757  —  1  Light 

Length  36"  Spread  18" 


No.  759  —  1  Light 

Height  10"  Spread  11" 


No.  753  —  1  Light  No.  758  —  1  Light 

Diam.  10"  Height  11"  Spread  8" 
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No.  7002  —  6" 

Length  40" 
Concealed  Chain 


No.  751  —  1  Light 

Length  36"  Spread  16" 


No.  815  —  1  Light 

With  Qlass 

Height  11"  Spread  6" 


Commercial  Fitments 


No.  7010  —  6" 

Lerigth  36" 
Without  Qlass 


SHOWING  SECTIONS 

of  No.  7010 

:  (  Page  25  ) 


No.  752  —  1  Light 


Height  6’/2" 


Ext.  6%" 


No.  7003  —  6" 

Length  36" 
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No.  7006  —  6" 

Length  36" 


No.  7009  —  6" 

Length  42”  O.  A.  Without  Qlass 


No.  7000  —  4" 
No.  7001  —  6" 

Length  42"  Without  Qlass 


No.  7013  —  6" 
No.  7014  —  4" 

Length  36" 


No.  701 1  —  6" 

Length  36" 


No.  7012  —  6" 

Adi.  Rod  36"  to  22" 


No.  7004  —  4" 
No.  7005  —  6" 

Length  36" 


Bathroom  Brackets 


No.  12  —  Less  Outlet 

Back 

\’.Q. 

W.Q 

No.  15  —  With  Outlet 

No.  0232 

65 

X 

Without  Qlass 

No.  0233 

65 

X 

No.  0234 

ICl 

X 

No.  0235 

101 

X 

No.  0236 

243 

X 

No.  0237 

243 

X 

No.  0238 

153 

X 

No.  0239 

153 

\* 

No.  1305  — 2i-4"x4’4" 


Finishes: 

Chromium 
\\3iite  Enamel 


Back 

W.Q.  W.O.  \.Q. 

x.c^ 

No. 

0240 

118 

X 

X 

No. 

0241 

118 

X 

X 

No. 

0242 

118 

X  X 

No. 

0245 

118 

X  X 
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No.  14 

\V'ir/i  Convenience  Plug 
Without  Qlass 


Dinolite 


The  DINOLITE 


for  A  Bn'g-hter  Light. 


The  “Dinolite” 
is  an  Achievement 


in 

Perfect  Illumination. 


Finishes : 

Bronze  and  Chrome 
Bronze  and  Gold 
Fumed  Brass 
Pewter 


No.  145  —  6  Lights  —  5  +  1 

Length  40"  Spread  16”  Wired  u’ith  3  Way  Control  Switch 


No.  266  —  2  Lights  —  With  Stars 
No.  267  —  3  Lights  —  W'ith  Stars 
No.  268  —  5  Lights  —  With  Stars 

Finishes :  “  Bronze  and  Gold 


No.  263  —  2  Lights 
No.  264  —  3  Lights 
No.  265  —  5  Lights 

Colonial  Brass  —  Fumed  Brass  —  Ivory  and  Gold 
=  (  Page  28  )  _ 


Without  Stars 
Without  Stars 
Without  Stars 


No.  10  —  1  Light 

Height  6"  Ext.  SH" 


Finishes: 

Chromium 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


Brackets 


No.  11  —  2  Lights 

Height  4H"  Spread  8" 


Majestic 

.  .  .  Brackets  .  .  . 

A  Type  for 
Every  Purpose 


No.  129  —  1  Light 

Height  6H"  Ext.  4H" 


No.  67  —  2  Lights 

Plate  4H"x  2H"  Spread  8" 


No.  65  —  1  Light 

Plate  4H''x  ZH"  Ext.  5" 


ss: 
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No.  4356 
No.  435  7 
No.  4358 
No.  4359 


1  Light 

64  Crystals 

8" 

Diam. 

1  Light 

115  Crystals 

10" 

Diam. 

3  Lights 

130  Crystals 

12" 

Diam. 

3  Lights 

192  Crystals 

14" 

Diam. 

Finishes: 


Chrome 
French  Gold 


No.  4311  —  1  Light 

'^op  of  Canopy  6J4"  ^  334" 
Qlass  314"  X  7 

Height  9"  Spread  7" 


—  2  Lights 

Spread  10* 

—  3  Lights 

Spread  12* 


No.  4360 
Height  14* 

No.  4361 
Height  14* 


No.  4343  —  Diam.  8*  37  Prisms 

No.  4344  —  Diam.  10*  48  Prisms 

No.  4345  —  Diam.  12*  55  Prisms 


No.  253 
No.  254 
No.  255 
No.  256 


2  Lights 

2  Lights 

3  Lights 
3  Lights 


8"  Dish 
10"  Dish 
12"  Dish 
14"  Dish 


Finishes : 

Bronze  and  Gold  —  Pewter 
Colonial  Brass  —  Chrome 


No.  4362 

Length  14" 


3  Lights 

Spread  16" 
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Charlemagne  Serie 


No.  4349  —  2  Lights 

Height  11"  Spread  9*^" 


Finishes : 

Chrome 
French  Gold 


No.  4348  —  1  Light 

Height  11"  Ext.  6" 


A 

Qlamorous 

Period 

Reproduction 


No.  4350  —  5  Lights 

Length  40"  Spread  18" 


No.  4347  —  2  Lights 

Height  11"  Spread 
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No.  4346  —  1  Light 

Height  11"  Ext.  6" 


fjharlemagne  Series 


No.  4353  —  1  Light 

Height  11"  Ext.  6" 


Finishes: 

Chrome  -  -  French  Gold 


No.  4354  —  2  Lights 

Height  11"  Spread 


No.  4352  —  2  Lights 

Height  11"  Spread  9}^" 


No.  4355  —  5  Lights 

Length  40"  Spread  18" 


No.  4351  —  1  Light 

hieight  11"  Ext.  6" 
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No.  4326  —  3  Lights 

14"x20»  192  CrW5 


No.  4328 — 1  Light.  10"x42'' — 115  Crystals 
No.  4329 — 3  Lights.  12"x42" — 130  Crystals 
No.  4330 — 3  Lights.  14"x42'' — 192  Crystals 


The  Crystalien 

I 
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No.  4325  —  1  Light 

8"  X  13"  64  Crystals 

- 


fhe  Crystaliers 


No.  4321  — 8  Lights 

21"  X  36"  242  Crystals 


No.  4310  —  2  Lights 

8"xl2"  13  CrWs 


Finishes : 

Silver  —  Antique  Gold 


No.  4319  —  8  Lights 

21"  X  36"  242  Crystals 


No.  4322  —  10  Lights 
21"x36"  —  242  Crystals  —  30  Streamers 


No.  4320  —  3  Lights 

14"  X  36"  192  Crystals 


No.  4324  —  8  Lights 

21"x36"  —  222  Crystals  —  30  Screamers 
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The  Crystalierj 


No.  4318  —  3  Lights 

Size  14"  X  36"  202  Crystals 


No.  4304 —  1  Light 

Size  8"  X  13"  64  Crystals 


Finishes : 

Silver  and  Black 
Chromium 
French  Gold 


No.  4314  —  3  Lights 

Ucij^hi  20"  Diam.  14"  192  Crystals 


No.  4309  —  1  Light 

Si^e4"xl2"  8  Crystals 


No.  4302  —  1  Light 

Size  8"  X  36"  64  Crystals 

No.  4303  —  1  Light 

Size  10"x36"  115  Crystals 

No.  4312-12  —  3  Lights 

12"x36"  130  Co'srafs 

No.  4313-14 — 3  Lights 

Size  14"  X  36"  192  Crystals 


No.  4300 —  1  Light 

Size  8"  64  Crystals 
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elfie  Olympic  Series 


No.  228  —  2  Lights 

Height  Spread  8" 


No.  227  —  1  Light 

Height  7J4"  Ext.  5" 


' 


I 

j 

1 

> 

I 


No.  222  —  1  Light 

Height  5"  Top  Diam.  6J4" 


No.  212  —  234" 
No.  213  —  334" 
No.  214—  4" 


Top  Diam.  634" 
Top  Diam.  634" 
Top  Diam.  634" 


No.  211  —  1  Light 

Top  Diam.  634" 


Finishes : 

Antique  Ivory 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  224  —  3  Lights 

Height  234"  Spread  12" 


No.  223  —  2  Lights 

Height  2"  Spread  1034" 
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Finishes: 

Bronte  and  Chrome 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


The  Concord  Serie: 


An 

ArisUxratic  Fixture 
in 

The  Newest  Vogue 


No.  105  —  5  Lights 
Length  40"  Spread  IS': 


No.  101  —  1  Light 

Spread  5"  E.vt.  5" 


No.  106  —  5  Lights,  S.  F. 

Heigh  14"  Spread  16" 
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he  Concord  Series 


No.  195  —  1  Light,  S.  F. 

Height  13"  Spread  83^" 


Finishes: 


Bronze  and  Chromium 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  196  —  1  Light,  Drop  ^  Lights 

Length  36"  Spread  8^"  Length  36"  Spread  14" 
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! 

The  Concord  Series 


No.  445  —  5  Lights 

Length  40"  Spread  18* 
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No.  415  —  3  Lights 

blcight  Spread  10” 


The  Concord  Series 


No.  426  —  5  Lights,  Glass 

Length  40"  Spread  16" 


No.  434  —  1  Light,  Glass 

Length  40"  Spread  8" 


No.  424  —  3  Lights,  Glass 

Length  40"  Spread  8" 


No.  429  — 

Height  416" 


1  Light,  Glass 

Ext.  4" 


No.  430  —  2  Lights,  Glass 

Height  414''  Spread  5" 


No.  435  —  Flush  Glass  Finishes — Colonial  Brass— Fumed  Brass 

Height  13"  Spread  8"  Pewter  —  Bronze  and  Gold  —  Silver 


(  P^tge  40  ) 


:f3 


The  Concord  Series  ■ 


No.  421  —  Candle 

No.  431  —  Parchment  Shade 

1  Light 

Height  4M"  Ext.  4" 


No.  422  —  Candle 

No.  432  —  Parchment  Shades 

2  Lights 

Height  434"  Spread  5" 


No.  423 — Candle 
No.  428  —  Parchment  Shades 

3  Lights 

Length  36"  Spread  8" 


No.  425  —  Candle 
No.  427  —  Parchment  Shades 
5  Lights 

Length  36"  Spread  16" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  448 — Candle 

No.  433  —  Parchment  Shade 

,  1  Light 

Length  36"  Spread  8" 
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I 

I 


i 


Astor  Series 


No.  383  —  3  Lights,  Drop 

Length  36"  Spread  14" 

No.  385  —  5  Lights,  Drop 

Le7igt/T  36"  Spread  16" 


A  Line 
Worthy  of  its 
Illustrious 
Name 


No.  395  —  3  Lights,  S.  F. 

Height  9"  Spread  11" 


Finishes : 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 
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No.  3850  —  5  Lights,  S.  F. 

Height  16"  Spread  16" 


The  Astor  Serie 


No.  390  —  2  Lights  Glass 

Height  4H"  Spread  5" 

5 


No.  398  —  Flush  Glass 
No.  399  —  Flush  Shade 

Height  12"  Spread  9" 

1  Light 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  396  —  1  Light  Glass 
No.  397  —  1  Light 

With  Parchment  Shade 

Length  40"  Spread  9" 


Glass  — 40"  X  16" 
Glass  —  40"  X  14" 


No.  387 
No.  393 


—  5  Lights 

—  3  Lights 


No.  389  —  1  Light  Glass 

Height  4^2"  4" 


I 
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•?: 
<  i 


he  Astor  Series 


i 


No.  384 —  3  Lights  Candle  —  40"  X  14" 

No.  386 —  5  Lights  Candle  —  40"  X  16" 

No.  394 —  3  Lights  Parchment  Shades  —  40"  x  14" 
No.  388 — 5  Lights  Parchment  Shades  —  40"  x  16" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  381  —  1  Light,  Candle 
No.  391  —  1  Light 

With  Parchment  Shades 
Height  4H"  Ext.  4" 


No.  382  —  2  Lights,  Candle 
No.  392  —  2  Lights 

With  Parchment  Shades 

Height  43/2"  Spread  5" 
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The  Lexington  Serie, 


No.  364  —  3  Lights,  Candle  -  -  -  -  36x14" 

No.  366  — 5  Lights,  Candle  -  -  -  -  36x16" 

No.  374  —  3  Lights,  Parchment  Shades  -  36  x  14" 

No.  368  —  5  Lights,  Parchment  Shades  -  36  x  16" 


No.  363  —  3  Lights,  Drop  -  36  x  14" 
No.  365  —  5  Lights,  Drop  -  36  x  16" 


No.  362  —  Candle 
No.  372  —  Parchment  Shades 
2  Lights 


Finishes : 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  361  — Candle 

No.  371  — Parchment  Shade 

1  Light 
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Ir/te  Lexington  Series 


No.  380  —  5  Lights,  S.  F. 

Height  14"  Spread  16" 


No.  375 — Flush,  Glass  -  -  -  123^2^9" 

No.  3-76— Drop,  Glass  -  -  -  40x9" 

No.  377— Flush,  Parchment  Shade  12J/^x9'' 
No.  378 — Drop,  Parchment  Shade  40x9" 

No.  379 — Drop,  Candle  -  -  -  40x9" 

1  Light 


(  Page  46  ) 


=The  Pembroke  Seriesi 


No.  183  —  3  Lights,  Drop.  Spread  14"  Length  40" 

No.  185  —  5  Lights,  Drop.  Spread  16"  Length  40" 

No.  180  —  5  Lights,  S.  F. 

Height  17"  Spread  16" 


No.  182  —  Candle 
No.  192  —  with  Parchment  Shade 

2  Lights  ,  , 

Height  4*^2"  Spread  3^" 


No.  184 — 3  Lights,  Candle.  Spread  14"  Length  40" 

No.  194 — 3  Lights,  Parchment  Shades.  Spread  14"  Length  40" 
No.  186 — 5  Li  hts,  C  n  d  1  e.  Spread  16"  Length  40" 

No  188  —  5  Lights,  Parchment  Shades.  Spread  16"  Length  40" 


No.  1151  —  candle  t  cigiit 
No.  191 

Parchment  Shade 


Height  4K" 
Ext.  4" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 
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The  Pembroke  Series 


No.  189  —  1  Light 

Hcif;hr  4}^"  Ext.  4" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  206  —  S.  F. 
No.  207  —  Drop. 
No.  208  — S.  F. 
No.  209  —  Drop 
No.  210  —  Drop. 
1  Light 


Glass 

Glass 

Parchment  Shade 
Parchment  Shade 
Candle 


No.  187  —  5  Lights 

Spread  16" 

No.  193  —  3  Lights 

Spread  14" 


Simple  — 

.  .  .  but  Impressive. 
Unadorned  — 

...  yet  Beautiful. 
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No.  190  —  2  Lights 

Height  Spread  5}/2* 

t? 


The  Colonies  Seriei 


No.  278  —  1  Light 

Height  V  Ext.  5* 
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No.  276  —  5  Lights 

Length  40"  Spread  18" 

I 


The  Colonies  Series 


Finishes : 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  277  —  5  Lights 

Length  40"  Spread  18" 


No.  282  —  2  Lights 

Height  7”  Spread  7^" 


No.  281 

Hcighi  7" 


—  1  Light 

Ext.  5" 
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<a: 


No.  4306  S.  F.  —  1  Light 

Height  9"  Spread  6" 


No.  4306  —  1  Light 

Length  40"  Spread  6* 


The  Mt,  Vernon  Seriei 


No.  289  —  2  Lights 

Height  9"  Spread  7'  :" 


No.  108  —  3  Lights 

Diameter  of  Plate  11* 

No.  109  —  4  Lights 

Diameter  of  Plate  14* 


No.  288 — 1  Light 

Height  9"  Ext.  5" 


No.  286  —  5  Lights 

Length  40"  Spread  18" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  110 — 5  Lights 

Diameter  of  Plate  14" 


i< 


I 
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No.  107  —  2  Lights 

spread  12" x  7" 


The  Mt,  Vernon  Series 


i 


1 


i 

i 


i 


No.  290  —  1  Light 

Height  9"  Ext.  5" 


No.  287  —  5  Lights 

Length  40"  Spread  18" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  4307  F. — Flush  1  Light 

I  [eight  1044"  Spread 


No.  4307  —  1  Light 

Length  40"  Spread  6J4" 
Cut  C.ylinder 


No.  291  —  2  Lights 

Height  9"  Spread  7H" 
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The  Monarch  Series 


No.  155  —  5  Lights 

Length  40"  Spread  18!i 


Finishes : 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  153  —  1  Light 

Height  7”  Ext.  5" 


No.  154  —  2  Lights 

Height  7"  Spread  7)4" 


No.  156  —  5  Lights 

Length  40"  Spread  18" 
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Monarch  Series 


No.  157  —  5  Lights 

Length  40"  Spread  18" 

i 

i 


Finishes : 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  162  —  2  Lights 

Height  7*  Spread 
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No.  161  —  1  Light 

Height  7"  Ext.  5" 


No.  4308  —  1  Light 

Length  40"  Spread  7" 


=TI:c  Madison  Seriel  l 


'  [ 
i  .'^ 


No.  168  —  1  Light 

Height  7"  Ext.  5" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  166  —  5  Lights 
Length  40"  Spread  18" 


qi: 
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No.  165  —  5  Lights 

Length  40"  Spread  18" 


I'i 

:  ;  j 

‘■  fhe  Madison  Series 


j 


No.  171  —  2  Lights 

Height  7"  Spread  7^" 


Finishes : 

&ronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  170 —  1  Light 

Height  7”  Ext.  5" 


No.  98  —  3  Lights 

Diameter  of  Plate  11" 


No.  167  —  5  Lights 

Length  40"  Spread  18" 


No.  99  —  4  Lights 

Diameter  of  Plate  14" 

No.  100  —  5  Lights 

Diameter  of  Plate  14" 
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No.  26  S.F.  —  3  Lights 

Length  16"  Spread  15" 


The  Adams  Series: 


No.  126  —  2  Lights 

Height  10"  Spread  7"  i 


No.  125—1  Light 

Height  10*  Ext.  4H* 


No.  24C  —  5  Lights  No.  23 D  —  5  Lights 

Length  40"  Sfjread  18"  Length  40"  Spread  18" 

Finishes  t  -  Bronze  and  Gold  —  Fumed  Brass  —  Colonial  Brass  —  Pewter—  Silver 
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The  Adams  Series 


(S  Sb 

Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 

_ ?? 


No.  118G  —  1  Light 

With  Glass. 

Height  10"  Ext.  4H" 


No.  119G  —  2  Lights 

With  Glass. 

Height  10"  Spread  7" 


No.  25  G  —  5  Lights 


No.  27  —  Candle  —  3  Lights 
No.  28  —  Drop  —  3  Lights 


Length  40"  Spread  18" 


Length  40"  Spread  16" 


The  Revere  Series^ 


No.  30C  —  5  Lights 

Length  40”  Spread  20" 


No.  37  —  2  Lights 

Height  I'X"  Spread  8* 
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The  Revere  Series 


No.  38  —  1  Light 

Height  m’'  Ext.  5* 


I. 

[; 


No.  35  —  1  Light 

Length  40"  Spread  12" 


No.  3lG  —  5  Lights 

Length  40"  Spread  20" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  39  —  2  Lights 

Height  Spread  8" 
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-The  Royal  Series: 


No.  96  —  Candle  —  5  Lights 

Length  40"  Spread  18" 


No.  124  —  2  Lights 

Height  7%"  Spread  TH" 


<a - 

Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 

- .s> 


f 

1 

I 

i 

i 


No.  123  —  1  Light 

Height  7^”  Ext.  5" 


No.  95  —  Drop  —  5  Lights 

Length  40"  Spread  18" 
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V 


fhe  Royal  Series 


No.  123G —  1  Light 

With  Glass. 

Ext.  5" 


No.  245  —  1  Light 

Length  17"  Spread  8^" 


Length 


No.  97  —  5  Lights 


With  Glass. 
40" 


Spread 


18 


No.  124G  —  2  Lights 

,  With  Glass. 

Height  7K"  Spread  8" 


Finishes  :  -  Bronze  and  Gold  —  Fumed  Brass  —  Colonial  Brass  —  Pewter—  Silver 
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The  Plymouth  Series 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter. 

Silver 


No.  77  —  1  Light 

Heifylu  7-^4"  E.vt.  i'  :” 


No.  76  —  Candle  —  5  Lights 

Length  40"  Spread  18" 


No.  78  —  2  Lights 

Height  7^"  Spread  8" 
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the  Plymouth  Series 


! 

i 

I 


No.  86  —  1  Light 

Height  11"  Ext.  5" 


i 

[ 


< 


No.  280  —  1  Light 

Length  40"  spread  8" 


I.: 


No.  85  —  Chimney  —  5  Lights 

Length  40"  Spread  18" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  87  —  2  Lights 

Height  11"  Spread  8" 


The  Waltham  Seriel 


No.  138  —  1  Light 

Height  7"  Ext.  5" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 

« _ 9 


No.  136  —  5  Lights 

Length  40"  Spread  18" 


No.  135  —  5  Lights 

Length  40"  Spread  18" 


No.  139  —  2  Lights 

Height  7"  Spread  7H" 
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The  Waltham  Series 


A 

Deservedly  Pofridar 
Line  of 

Lighting  Fixtures 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  137 

Length  40" 


No.  140  —  1  Light 

Height  7'  Ext.  5' 


5  Lights 

Spread  18” 


No.  141  —  2  Lights 
Height  7'  Spread  7^" 
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The  Kenmore  Serie: 


No.  2701  —  1  Light 
Height  7"  Ext.  4H* 


Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  2506  —  5  Lights 

Length  40"  Spread  18" 


Finishes: 


No.  2505  —  5  Lights 

Length  40"  Spread  18" 
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No.  2702  —  2  Lights 

Height  7"  Spread  7" 


The  Kenmore  Series 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


t 

I 

! 


Harmony 

in 

Design '  Construction 
and  Illumination 


No.  2507  —  5  Lights 

Length  40*  Spread  18" 


<5  0  0, 


l>(5«  O  O  ^ 


}  No.  2508  —  1  Light 

i  llciglul”  Ext.  5" 

i 

j 

-  (  Page  68  ) 


No.  2509  —  2  Lights 

Height  7"  Spread  7H" 


:5> 


I 

The  Atlantic  SeriA 


Finishes : 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  4415  —  5  Lif'lits. 

No.  4405  D  —  5  Lights. 

—  1  Light. 


No.  4501 
No.  4502 
No.  4408 


—  2  Lights. 

—  1  Light. 


Spread  18" 
Spread  18" 
Spread  9" 
Spread  9" 


Length  40" 
Length  40" 
Length  AYi 
Length  7" 
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Atlantic  Series 


No.  4404  G  —  5  Lights. 

No.  4406  —  1  Light. 

No.  4413  —  1  Light. 

No.  4407  —  2  Lights. 


Spread  18"  Length  4C" 

Spread  9"  Length 
Spread  8*4"  Length  40" 

Height  9"  Width  7"  Ext.  5H" 
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Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


o 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter; 

Silver 


No.  47  —  1  Light 


Height  7” 


Ext.  4" 


No.  49D  —  5  Lights 


Length  40" 


Spread  18" 


The  Electra  SerieA 


No.  51C  —  5  Lights 

Length  40"  Spread  18" 


No.  48  —  2  Lights 

Height  7"  Spread  7" 
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The  Fluted  Series 


0 


Q 


No.  19  —  1  Light 

Height  6%"  Ext.  414" 


■iS^' 

No.  16D  —  5  Lights 

Length  40"  Spread  18" 


Finishes : 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  17c  —  5  Lights 

Length  40"  Spread  18" 


No.  20  —  2  Lights 

Height  6%"  Spread  7J4" 
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No.  261  —  1  Light 

Height  7H"  Ext.  3%" 


No.  262  —  2  Lights 

Height  ly^  Spread  5^" 


No.  118 

Height  10" 


1  Light 

Ext.  3H" 


No.  119  —  2  Lights 

Height  10"  Spread  7" 


«■ 


'Pi 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  243 

Height  lYi 


1  Light 

Ext.  4H" 


No.  244  —  2  Lights 

Height  7H"  Spread  5H" 
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Wall  Brackets 


No.  41  —  1  Light 

}iei^ht  6%"  Ext.  434" 


No.  42  —  2  Lights 

Height  6^"  Spread  7}4" 


No.  121  —  1  Light 

Height  7%"  Ext.  3>4" 


No.  122  —  2  Lights 

Height  7%"  Spread  8" 


No.  112  —  1  Light 

Height  6%"  Ext.  434" 


(S - Sb 

Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 

qs _ a? 
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No.  113  —  2  Lights 

Height  Spread  734" 

— S> 


No.  230  —  1  Light 

Height  10"  Ext.  5" 


No.  2201  —  1  Light 

Height  7"  Ext.  4^" 


1 


Wall  Bracket! 


No.  2202  —  2  Lights 

Height  7"  Spread  7" 


No.  231  — 

Height  10" 


2  Lights 

Spread  8" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


( 75 ) 


Hdgk,  IC  “*402  -  2  Lights 


Ext.  5" 


Spread  7" 

•s> 


Vail  Brackets 


No.  112G  —  1  Light 

Height  6^"  Ext.  434" 


No.  113G  —  2  Lights 

Height  6}s"  Spread  734" 


No.  123P 

Height  7%" 


1  Light 

Ext.  5" 


No.  124P  —  2  Lights 

Height  7M"  Spread  8" 


I  No.  148G  —  1  Light 

Height  6%"  Ext.  434" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 
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No.  149G  —  2  Lights 

Height  6%"  Spread  434" 


0 


No.  243  G  —  1  Light 

Hcighc  9^2"  Ext.  4' 2" 


No.  243  P  —  1  Light 

Height  ly^  Ext.  3^" 


No.  244  G  —  2  Lights 

Height  91'2*  Spread  8}^" 


W all  Bracket 


No.  80  —  1  Light 

Height  7%"  E.xt.  7" 


Finishes: 

Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  244  P  —  2  Lights 

Height  734"  Spread  534" 


No.  81  —  2  Lights 

Height  7y'  Spread  8" 


No.  261  G  —  1  Light 

Height  IIS'  Spread 

-  (  Page  77  ) 


No.  262  G  —  2  Lights 

Height  lyy  Spread  534" 
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X^all  Brackets 


No.  230  G  —  1  Light 

With  Qlass 

Height  10"  Ext.  5" 


No.  231  G  —  2  Lights 

With  Qlass 

Height  10"  Sl?read  8" 


Finishes: 


Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  4402  G  —  2  Lights 

With  Qlass 

Height  10"  Spread  7" 


No.  4401  G  —  1  Light 

With  Qlass 

Height  10"  Ext.  5" 
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■The  Sheffield  Serie 


No.  1002 

2  Lights 

Spread  14" 


No.  1004 

1  Light 

Length  40" 
Spread  11" 


Finishes: 

Pewter 

Bronze 

Antique  Ivory 


No.  1005  —  5  Lights 

Length  40"  Spread  18" 
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The  Sheffield  Series 


No.  1003  —  3  Lights 

Length  40"  Spread  14" 


No.  1015S.F.  —  5  Lights 

Spread  18" 
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■The  Windsor  SeriJ 


No.  646  S.  F.  —  5  Lights 

Height  12"  Spread  15" 


Finishes: 


Antique  Ivory 
Antique  Bronze 
Smoked  Pewter 


No.  641 

Height  10" 


1  Light 

Evt.  5" 


No.  642  —  2  Lights 

Height  10"  Spread  8" 


No.  647  —  5  Lights 

Lerxgth  40"  Spread  15" 


The  Windsor  Series 


No.  644  Flush  —  2  Lights 

Ileighc  3’  :"  Spread  12'/" 


No.  640  —  1  Light 

Height  23/2"  Diam.  6^2" 


No.  645  Flush  —  5  Lights 

Height  4"  Spread  15" 


An 

Aristocratic  Design 
Expressive  of 
Dignity  and  Qood  Taste 


Finishes: 
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Antique  Ivory 
Antique  Bronze 
Smoked  Pewter 


No.  643  Flush  —  3  Lights 

Height  3}A”  Spread  13" 


IC 


The  Florentine  Serie 


No.  502  —  2  Lights 

Height  103^2"  Spread  9" 


No.  509  C  —  5  Lights 

Length  40"  Spread  18" 
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The  Florentine  Series 


No.  507  S.F.  —  5  Lights 

Height  12”  Spread  18" 


No.  500  —  1  Light 

Length  4J4"  Diam.  6" 


No.  503  —  2  Lights 

Spread  12" 


Finishes: 

Sweedish  Iron 
Antique  Bronze 


<55; 
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No.  505  —  1  Light 

Length  40"  Spread  5*^" 
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No.  504  —  3  Lights 

Spread  12" 


The  Knightly  Senq 


Finishes: 


Sweedish  Iron 
Antique  Bronze 


No.  510  —  5  Lights 

Length  40"  Spread  18" 


Second  to  None 
in 

Style  '  -  F}uality 
and  Durability 


1 


No.  511  —  1  Light 

I  L  ight  10'  O'  Ext.  5" 


No.  512  —  2  Lights 

Height  10^"  Spread  9" 


The  Empire  Series 


No.  22  —  2  Lights 

Height  7"  Spread  5" 


No.  33  —  3  Lights 

Diam.  10" 


No.  32  —  2 

12  X  7" 


Lights 

OVAL 


No.  40  —  1  Light 


Finishes: 

Empire  White 
Off  White 
Black  and  Gold 


( 


No.  21  —  1  Light 

Height  7*  Ext.  5" 


No.  34  —  5  Lights 

Diam.  14" 
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The  Castleton  Seriii  I 


No.  521  —  1  Light 

Height  9”  Ext.  6" 


No.  522  —  2  Lights 

Height  9"  Spread  10* 


No.  525  —  5  Lights 

Length  40*  Spread  18* 


No.  523  —  3  Lights 

Length  40"  Spread  14" 


‘55: 


Finishes —  Sweedish  Colonial  Gold  Bronze  Colonial  Gold 
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^he  Castleton  Series 


No.  526  —  1  Light 

Height  9"  Ext.  6" 


No.  528  — 

Length  40* 


1  Light 

Spread  834" 


No.  527  — 

Height  9" 


2  Lights 

Spread  10" 


i 

) 


f. 


,  ,,,No.  530  —  5  Lights 

Length  40" 

Finishes:- 


Spread  18" 

Sweedish  Colonial  Gold 


Length  40"  ^  Lights  14, 

Bronze  Colonial  Gold 


;■  1 

>sz 
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I 


The  Empire  Seris 


A  Popular  Line 
Made  Right 
Priced  Right 


Finishes: 

Empire  White 
Off  White 
Black  and  Gold 


No.  355  —  5  Lights 

Lengtht  40*  Spread  18* 


No.  351  —  1  Light 

Height  10"  Ext.  5" 


No.  352  —  2  Lights 

Height  10"  Spread  9" 


The  Empire  Series 


c 


Finishes : 

Empire  White 
Off  White 
Black  and  Gold 


No.  342  —  2  Lights 

Size  of  Plate  10" 


No.  346  —  2  Lights 

Size  of  Plate  10" 


No.  343  —  3  Lights 

Size  of  Plate  12" 


No.  347  —  3  Lights 

Size  of  Plate  12" 


No.  345  —  5  Lights 

Size  of  Plate  14" 


No.  349  —  5  Lights 

Size  of  Plate  14" 
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A  Popular  Line 
Made  Right 
Priced  Right 


The  Empire  Serie 


No.  356  —  5  Lights 

40"  Spread  18" 


1 


Finishes: 

Empire  White 
Off  White 
Black  and  Gold 


No.  357  —  1  Light 

10"  Ext.  5" 


No.  358  —  2  Lights 

Height  10"  Spread  9" 


<»: 
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The  Empire  Series 


No.  312  —  2  Lights 

Site  of  Place  10" 


No.  326  —  2  Lights 

Spread  10" 


Finishes : 


Empire  White 
Off  White 
Black  and  Gold 


No.  311 

Top  Diam.  6V2" 


—  1  Light 


Depth  3H" 


No.  313  —  3  Lights 

Size  of  Plate  12* 


i 
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No.  327  —  3  Lights 

Size  of  Plate  12" 


S> 


Bed 'Room  Fitment 


No.  2  —  3  Lights,  Spread  12" 
No.  3  —  4  Lights,  Spread  12" 
No.  4  —  5  Lights,  Spread  14" 


No.  1402  —  2  Lights,  Spread  10" 
No.  1403  —  3  Lights,  Spread  10" 


No.  1541  —  2  Lights 

Spread  12*  x  7* 


Finishes : 

Ivory  &  Polychrome 
Gold  &.  Polychrome 
Antique  Ivory 
Brown  Tone 


No.  1540  —  2  Lights 

Spread  12"  x  7" 


ss: 
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ZiP 


No.  5  —  2  Lights 

Spread  12"  x  7" 


Bed -Room  Fitments 


No.  4410 —  3  Lights,  Spread  11" 
No.  441 1  —  4  Lights,  Spread  14" 
No.  4412  —  5  Lights,  Spread  14" 


No.  221 P  —  3  Lights 

Spread  12" 


Finishes: 

Bronze  and  Gold 
Antique  Ivory 
Ivory  and  Gold 
Colonial  Brass 
Fumed  Brass 
Pewter 


No.  4403  —  3  Lights 

Height  10*  Spread  13* 


Featuring 
Elegance  of  Design 
and  Pleasing  Colors 
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No.  4409  —  Oval  —  2  Lights 

Spread  12"  x  7" 


No.  1542  —  2  Lights 

Spread  12"  x  7" 


Bed-Room  Fitment: 


No.  2718  —  1  Light 

Height  7"  Ext.  4" 


Finishes: 

Antique  Ivory 
Ivory  and  Gold 
Colonial  Brass 
Pewter 
Fumed  Brass 
Bronze  and  Gold 


No.  271 7P  —  2  Lights 

Height  7"  Spread  7" 


No.  2716P  —  1  Light 

Height  7"  Ext.  4* 
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[Colonial  Ceiling  Fitments 


i 

i 


No.  98  3  Lights 

Diameter  of  Plate  11" 


No.  99  —  4  Lights 
No.  100  —  5  Lights 

Diameter  of  Plate  14" 


No.  107  —  2  Lights 

Spread  12*  x  7* 


No.  6  —  2  Lights,  Spread  10" 
No.  7  —  3  Lights,  Spread  10" 
No.  8  —  4  Lights,  Spread  14" 
No.  9  —  5  Lights,  Spread  14" 


Finishes: 

Ivory  and  Gold 
Bronze  and  Gold 
Fumed  Brass 
Colonial  Brass 
Pewter 
Silver 


No.  108  —  3  Lights 
Diameter  of  Plate  11" 
No.  ^b9  —  4  Lights 
Diameter  of  Plate  14" 
No.  110  —  5  Lights 
Diameter^  of  Plate  14* 
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Body  FixtureM 


No.  3003  —  3  Lights 

Length  40"  Spread  18" 


—  2  Lights 
Spread  16" 


Finishes: 

Brown  ^Tone 
Antique  Ivory 
Ivory  &  Polychrorv 
Gold  &.  Polychrome 


No.  3002 

Length  40" 


I 


1 


1  Light  —  Back  6x4  Ext.  6* 

■  -  (  97  ) - - 


No.  3001  —  Candle 


No.  3001  —  Drop 


Body  Fixtures 


Q 


No.  3004  —  4  Lights 

Length  40*  Spread  20* 


No.  3000  —  1  light 
Length  40* 


No.  3005  —  5  Lights 

Length  40"  Spread  20" 

Finishes:-  Brown  Tone  —  Antique  Ivory 
Gold  &  Polychrome— Ivory  &  Polychrome 


<£ 
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No.  50  —  1  Light,  Spread  4"  Length  8" 
No.  52  —  2  Lights,  Spread  5”  Length  12" 
No.  53  —  3  Lights,  Spread  12"  x  Diam. 


No.  62  —  1  Light,  Spread  4" 
No.  64  —  1  Light,  Spread  4" 
No.  66  —  1  Light,  Spread  4" 


Length  8" 
Length  8" 
Length  8" 


Finishes:-  Antique  Ivory —  Gold  &  Polychrome  — Ivory  &  Polychrome 
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Cast  Unbreakable  Metal 


No.  60  —  1  Light 

Heifrht  8"  Ext.  4^" 


No.  91  —  1  Light 

Height  6^”  Exi.  43^" 


Finishes: 

Antique  Ivory 
Ivory  &  Polychrome 
Gold  &.  Polychrome 


No.  92  —  1  Light 

Height  8"  Ext.  5" 
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Lighting  Accessories 


I 


HINGED  BAND 


No.  440  —  12"  X  8" 
No.  441  —  14"  X  10" 
No.  442—  16"  X  12" 
No.  443  —  18"  X  14" 


No.  1534  —  4" 
No.  1536  —  6" 


PLAIN  SPUN  PLATE 


No.  400—  10" 
No.  401  —  12" 
No.  402—14" 
No.  403  —  16" 


I 


No.  464  —  334" 
No.  465  —  4" 
No.  467  —  6" 


(  Page 


PLAIN  SPUN  RING 


No.  436—  12"  X  10" 
No.  437  —  14"  X  12" 
No.  438  —  16"  X  14" 
No.  439—  18"  X  16" 


Lighting  Accessories 


No.  1523 
Top  Diam.  6  " 


No.  1130 

Top  Diam.  6" 


No.  1122  —  6"  X  2^" 
No.  1123  —  6"  X  3J4" 
No.  1124  — 6"  X  4" 
No.  1125  — 6"  X  6" 


OVAL  PLATE 


No.  1107  —  6" 
No.  1 109—  12" 

W 


! 

I 


No.  1102  —  5"  X  4" 


ROUND  PLATE 


No.  1100  —  12" 
No.  1101  —  14" 
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Kitchen  &  Bathroom  Fitments 


No.  212  —  234" 

No.  213  —  314" 

No.  214  —  4" 

Top  Diarn.  6"  Depth  3)i” 
Less  Glass 


No.  1514 

Top  Diam.  6F2"  Depth  234" 
Less  Glass 


No.  1502  —  234" 

No.  1503  —  334" 

No.  1504  —  4" 

No.  1506  —  6" 

No.  1507  —  6"x6" 

Top  Diam.  514"  Less  Glass 


No.  473  —  334" 
No.  474  —  4" 
No.  475  —  6" 


Less  Glass 


No.  469  —  334" 
No.  470  —  4" 
No.  414  —  6" 


No.  1216 

Diameter  of  Shade  734" 
No.  1306 

Diameter  of  Shade  534" 


No.  1500  —  234" 
No.  1501  —  334" 
No.  1504  —  4" 

Top  Diam.  53i"  Depth  5" 
Less  Glass 


No.  7007  —  6"  X  4" 
No.  7008  —  6"  X  6" 


No.  455  —  6"  X  234" 
No.  456  —  6"  X  334" 
No.  457  —  6"  X  4" 


No.  482  —  534"  X  234" 
No.  483  —  534"  X  334" 
No.  484  —  534"  X  4" 
Less  Glass 
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Vestibule,  Porch  &  Closet  Fitments 


No.  1800  —  1  Light 

Diam.  6"  Height  2^" 


No.  1807  —  1  Light 

Top  Diam. 


No.  1159  —  1  Light 

Top  Diam.  SJ/i" 


No.  1804  —  1  Light 

Top  Diam.  5" 


No.  1801 

Top  Diam.  7}^" 


No.  1548 

Top  Diam.  4H* 


No.  1161 

Top  Duim.  S'l"  Depth  5" 


No.  1808 

Top  Diam.  6^/^”  Depth  334* 


No.  127  —  1  Light 

lap  Diam.  6”  Depth  4" 


No.  341  —  1  Light 

Top  ITiam.  6"  Depth  3%" 


No.  215  —  1  Light 

Diant.  634"  Height  234" 


No.  311  —  1  Light 
Top  Diam.  6^"  Depth  3 It" 


No.  1806 — 1  Light 

Top  Diam.  534"  ^epth  334" 


No.  40  —  1  Light 

Top  Diam.  534"  Depth  334" 


No.  1160 — 1  Light 
Top  Diam.  534"  Depth  334" 


No.  211  —  1  Light 

Top  Diam.  6"  Depth  3%" 


Canopies,  Socket  Covers  &  Ovals 


No.  300 

Top  Diam.  5J4"  Depth  334" 


No.  302 


No.  304 

Top  Diam.  5"  Depth  N4" 


No.  305 

Top  Diam.  534"  Depth  234" 


Clamp  on  Socket  Holder 


No.  1515  —  4" 
No.  1148  —  6" 


No.  1538  — 6"  X  3" 


Oval 


No.  490  —  6"  X  4" 
No.  499—  12"  X  7" 


Socket  Cover 


No.  487  —  234" 


Drop  Cord  Canopy 
or  Outlet  Plate 


No.  497  —  5" 


55; 
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No.  472  —  5"  X  3" 


•  INDEX  AND  PRICE  LIST  • 


DISTINCTIVE 


LIGHTING 


FIXTURES 


All  Numbers  Not  Listed  In  This  Catalogue  Are  Herewith  Discontinued. 

Prices  Subject  to  Change  Without  Notice. 
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Page 

Bare  Wired 

Sprayed 

Plated 

Chromium 

No. 

Page 

Bare 

Wired 

Sprayed 

Plated 

93 

H 

$1.95 

108 

51-96 

tt 

3.45 

3.75 

93 

i6 

2.25 

109 

51-96 

tt 

5.40 

93 

ti 

2.70 

110 

51-96 

tt 

6.00 

93 

K 

.96 

112 

74 

it 

3.00 

96 

ti 

3.60 

112G 

76 

tt 

4.35 

96 

ii 

4.20 

113 

74 

ft 

4.20 

96 

6.00 

113G 

76 

tt 

6.90 

96 

6.75 

118 

73 

tt 

3.45 

3.45 

29 

ti 

4.05 

4.05 

118G 

58 

tt 

4.80 

4.80 

29 

it 

5,70 

5.70 

119 

73 

tt 
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27 

(t 

1.95 
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58 

it 
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27 

H 
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1.50 
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74 

ti 
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27 

n 

2.25 
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74 

it 

4.50 

72 

it 

13.50 
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61 

it 

3.30 

72 

it 

13.50 

123P 

76 

tt 

3.30 

72 

it 

3.00 

123G 

62 

it 

4.65 

72 

tt 

4.20 
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61 

ft 

4.80 

86 

it 
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3.00 
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76 

tt 

4.80 

86 

it 

3.75 

4.20 
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62 

tt 
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57 

if 
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57 

it 

3.75 

57 

tt 
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57 

tt 
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ti 
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54 

54 

54 

55 

55 

tt 

tt 

ft 

tt 
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tt 
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tt 

tt 
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4.80 
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4.50 
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2.25 
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71 

it 

2.25 
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99 

tt 
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55 

tt 
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99 
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56 

tt 
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ti 
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56 

if 
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99 

tt 
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47 

tt 
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99 

tt 

2.25 
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47 

tt 
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29 

it 

2.25 
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47 
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4.95 

99 

tt 
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47 

tt 
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29 

tt 

5.25 

5.25 
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47 

tt 
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it 

1.50 
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47 

tt 
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63 
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47 

tt 
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48 

tt 
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63 
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3.60 
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47 

tt 
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63 

tt 
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48 

tt 
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4.95 
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48 

tt 
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77 

tt 
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tt 

4.05 
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tt 
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4.95 

193 
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tt 
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it 
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3.00 
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38 
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tt 
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48 
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ft 
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4.50 
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tt 

6.30 
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48 
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tt 
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it 

37 

if 

4.95 
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...PLEASE  NOTE... 

• 

All  Numbers  Not  Listed  In  This  Catalogue 
Are  Herewith  Discontinued. 

• 

Prompt  and  Dependable  Service — Careful  Attention 
Given  to  Every  Order  and  Inquiry. 

All  Sales  Are  Subject  to  the  Standard  Terms, 
Conditions  and  Trade  Customs  of  the 
Lighting  Fixture  Industry. 

All  Shipments  F.O.B.  Factory — Brooklyn,  N.  Y. 

• 

Prices  are  current  at  time  of  issue  but 
Subject  to  Change  Without  Notice. 


- AVWV  llHRAHt 

COLUMBIA  uravtaaTj 


